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Transmission T5 Option . 


Apr. 1986 (1985), Apr. 1987 (1986) 
Oct. 1986 (1985) 

Oct. 1986 (1985) 

Jan. 1987 (1985) 

Oct. 1986 (1985) 

July 1987 (1986) 

Jan. 1986 (1985), Jan. 1987 (1986) 
Apr. 1986 (1985), Apr. 1987 (1986) 
July 1986 (1985), July 1987 (1986) 
Apr. 1987 (1986) 


EDUCATIONAL PAPERS PUBLISHED IN THE SUPPLEMENT 


Field-Effect Transistors . Oct. 1982 

Microcomputer Systems (Part 1). Oct. 1984 

Microcomputer Systems (Part 2). Jan. 1985 

Digital Multiplexing . Apr. 1986 

The Purposes of Teletraffic Engineering and its Application .... Oct. 1987 


Note: The January and April 1982, and the January and April 1985 back issues are no longer available, but photocopies of the Supplements 
can be supplied for the same price. 
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